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Revision history 


December 20, 1989 
Standard, release 1.0. Reissued for compliance with Northern Telecom 


standard 164.0 and to include X11 release 15 information. 


December 1, 1991 
Standard, release 2.0. Reissued to include technical content updates. Due to 


the extent of the changes, revision bars were not used. 
December 1994 


Standard, release 3.0. Reissued to include editorial changes and indexing. 
Due to the extent of the changes, revision bars are not used. 
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